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r.  Robert  Friodberg 


30-70  37th  Street,  Long  Island  City,  N.Y. 


.BYSSlNIA 

Ti894)  1/6  Dollar.  Dull  proof 

" 2/3  M of  Menelik.  Dull  pr. 

» 1/3  h h « « « 

ALBANIA 

1926  2 franca.  Unc.,  brilliant 

MU  N H M 

1907  East  Africa  & Uganda.  Nickel  IQj 

Uno. 

1923  South  Africa  Union.  3 pence. 

Proof 

“ Union  of  South  Africa.  Set  of 
and  1 penny.  Unc. 

1858  Anhalt-Dflssau.  Thaler.  Proof 
U.’HAL? 

1859  Whaler.  Proof 

I 1863  " commemorating  the  union 

of  Bemberg  with  Anhalt.  Proof 
1896  2 marks.  Proof 

j 1914  Silrer  wedding  3 marks.  Unc. 

1745  Augsburg.  1/2  crown.  A splendid 

proof 

AUSTRALIA 

1910  6 pence  of  dw.  VII.  Unc. 

1910  2 shillings  of  Edw.  VII.  Unc., 

brilliant 

1914  » « Pine 

1927  2 11  of  Geo.  V.  Commemorat- 

ing  the  establishment  of  the 
Capitol  at  Canberra.  Bril.  pr. 

2 shillingo  of  Geo.  V.  Commemo- 
rating the  establishment  of  the 
capitol  at  Canberra.  Unc. 

1931  2 shillings  of  &eo.  V.  Unc. 

1937  Crown  of  Geo.  VI.  1st  Australian 
crown.  Unc. 

BAVARIA 

1842  Double  thaler  of  Louis  I.  Rev. , 
Valhalla.  Fine 

1855  Madonna.  2 gulden.  Unc. 

1913  5 marks  of  Otto.  Last  year  of 
hi 8 coinage  as  he  was  dethroned 
in  this  year,  Unc. 

1914  3 marks  of  Louis  III.  Unc. 


BELGIUM 


60  - 
2 75 

1 50 

1 00  — 
1 00" 


1 scr* 
v-so^" 


1835  2 francs  of  Leopold.  Young 

bust.  Proof 

1850  Franc  of  Leopold  I.  Old  bust 
Brilliant  proof 

1853  5 francs  commemorating  the 

marriage  of  the  Crown  Prince 
A perfect  brilliant  proof 

1910  Franc  of  Albert.  Unc. 

1912  50  centimes  of  Albert.  In- 
scription in  Flemish.  Unc. 

1931  Bide  el  20  francs.  Fine 

CAMBODIA 

(1850 ) Tical  on  small  planchet.  Very 

fine 

(i860)  Crown  of  1 oiastre.  Proof 

CHINES' . TURK.’  3UAN 

A.Ii.1322  A. D.  1904  5 misoals  of  the 

Kashgar  Mint. Fine 
" " *'  H 5 miscals  of  the 

Urumchi  Mint.  Very 
good 


1 25  ^ 

1 00  - 


3 75  ” 
40- 

20 

30- 


1 75- 
6 50  — 


3 ocr: 


2 00  ~ - 


1 25-" 
£0-  - 


2 0Q  -: 

1 oo^- 


'j-'-go  - 


1890 

CONGO 

1887 

1* 

H 

1894 

M 


Comoro  Islands. 
Unc.,  red 


5 centimes. 


Franc.  Unc. 

50  centimes  Unc. 

2 francs.  Unc. 

large  10  centimes.  Unc. 

Franc.  Unc. 


1 00  ~ 

50  ~ 
30  — 
1 00- 
le— - 
50— _ 


1 25- 

1906  20  centimes,  nickel.  Unc. 

?5  - 

H 5 " Unc. 

10  — 

COREA 

75” 

(l87Q)  Silv-r  chon  with  violet  enamel- 

75  r=~ 

ed  centre.  Unc. 

1 SO  — 

1878 

(1890) 

H 

(1834) 

(1895) 

(1900) 

H 

1905-6 


2 chon  with  enameled  centre. 

Unc. 

10  nun.  Proof 
Pattern  of  gold  two  warn. 
Struck  in  copper  gilt. Proof 
Silver  yang.  Very  fine 
Brass  1 fun.  Unc. 

5 fun.  Unc. 

Nickel  \ yang.  Ve£y  fine 
won  of  the  large  size  cata- 
logued; $25. 00.  Unc. 


7 QQ 


I 
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COPI-JA  continued 

(l 905)  Nickel  5 chon.  Unc. 

2-00 

1905  £ chon.  Unc. 

(1906)  Silver  10  chon.  Catalogue 

40  — 

price  - $20.00.  Unc.,bril. 

(1907)  Silver  v.on  of  the  reduced 

size.  Unc.,  ex.  brilliant  and 
very  rare.  Catalogue  price  - 


$25.00 

N 

1 chon.  Fine 

30 — 

1897 

Cuba.  Souvenir  Dollar.  Unc. 

1907 

Cyprus.  18  piastres  of  Edw.VII. 
Fine,  and  rare 

90' 

DANTZIG 

1923 

Nickel  10  pEennig.  Unc, 

10- — 

ii 

Gulden.  Fine 

23 

» 

Nickel  10  pfennig. Unc. 

10- 

H 

■j|  gulden.  Very  fine 

20- 

1659 

Denmark.  Crown  of  4 marks  com- 
memorating the  defeat  of  the 

Swedish  attack  on  Copenhagen. 
Hand  from  heaven  cuts  off  hand 

reaching  for  the  Danish  cro'.m 

Unc. 

m- 

1891 

Dominican  Republic.  5 tv< aca. 

Unc.  bril. 

2 "56  — 

1802 

Datch  Indies.  Set  of  l/l5,l/8 
l/4,l/2  and  1 guilder.  Obv., 
ship.  Unc. 

2-23- 

2GTPT 

(1911)  10  piastres.  Unc. 

1 00- 

1917 

Nickel  10  milllemes.  Bril,  proof 

*»— 

n 

H 2 " H II 

26- 

n 

5 piastres.  Fine 

3 00  - 

1923 

10  H With  bust  of  Fuad. 

Very  fine 

50  - 

1805 

Ftruria.  Double  crown  struck  at 
Florence.  Unc. 

3 00' 

UN LARD 

1915 

10  pennia  of  Nicholas  XI.  Unc. 

1917 

26  M Struck  aft^r  the  revolt 

with  the  Crown  removed. Unc. 

20- 

FRANK JO PS 


1846 

2 gulden.  Fine 

75- 

1859 

Busier.  Commemorating  the  100th 
anniversary  of  Schiller’s  birth 
Abt.  unc. 

80—  • 

1863 

Ihaler  cotnnemo rating  the  meet- 
inr  of  the  German  Princes.  Unc. 

1 00’ — 

GERMANY 

1904 

•turic  of  the  Berlin  Mint.  Bril. 

proof 

60  - 

1909 

25  pfennig.  Berlin  Mint.  Two 
colored  proof 

3<r- 

ii 

25  pfennig.  Berlin  Mint.  Proof 

35  — - 

1925 

3 marks  commemorating  the 
1000th  anniversary  of  the 

Rhineland  belonging  to  Berrany 
Unc. 

1 25 

1929 

Leasing  Centenary  5 marks. Unc. 

2 25  — 

II 

3 marks  commemorating  the  100th 
anniversary  of  the  City  of 

Miessen.  Bril,  proof 

2 00- 

GERMAN  EAST  AFRICA 

1890 

Pice.  Unc. 

10  — 

1891 

Rupee  of  Wm, II.  Unc, 

90  — 

ii 

-J  H Unc. 

35  — 

1906 

I " Fine 

30  — 

1907 

" Very  fine 

SO  — 

1911 

10  heller.  From  the  Ferrari 
Collection.  Brilliant  proof 

* 

1916 

Necessity  20  heller  in  brass, 
struck  from  brass  from  the  rail 
of  the  English  Ship.  Sybil, 

captured  by  the  Gormans  during 
the  war.  Very  fine 

40— 

ii 

Necessity  5 hellor  struck  from 
the  br  as  rail  of  the  captured 
English  chip,  Sybil,  during  the 
war.  Uno. 

1 00  — 

it 

Necessity  20  heller  struck  in 
copper  during  the  wr>r  from  nctal 
obtained  from  the  English  ship, 
Sybil.  Unc. 

1 00  .. 

GERMAN  NEW  GUINEA 

1894 

Pfennig.  Unc.,  red 

10-  / 

H 

H M II 

10—  / 

H 

Obv.  bird  of  Paradise. Unc,, 

10  pfennig 

20  f 

II 

Obv.  Bird  of  Paradise. Unc. 

1 

10  pfennig 

20 

Jan.  2let 
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GBEEQE 

ITALY 

continued 

1876 

Orown  of  George  I.Ver/  good 

75 

Y92V  Grown  of  20  lire  of  Victor 

1930 

10  drachma.  Unc. 

Dmmanu&l  XIX.  Unc. 

1 25  - 

M 

20  H 

1929 

5 lire.  Unc. 

30  - 

1930 

H It  II 

30— 

1890 

Griguatown.  Penny.  Proof 

1 50  — 

JAPAN 

1672 

Groningen.  Square  necessity  crown 

Tl854) 

1 Bu.  Unc. 

50  — 

of  50  stuivers.  Struck  during  the 

(1862) 

Large  oval  silver  Kcban  of 

siege  of  the  City  by  the  Bishops 

* 

4 Munn  6 Fun,  struck  for  the 

of  Munster  and  Cologne.  Unc. 

6 

Island  of  Akita.  Very  fine 

6 00  — 

1907 

Hamburg.  2 marks.  Unc. 

^ec r- 

1851 

Hanover.  Winning  Thaler.  Unc. 

(1902) 

Kiang  Han  Dollar.  Very  small 

HAWAII 

letters  H.A.H,  on  rev.  for 

1847 

Small  date.  Pine 

5Q  — 

H.A,  Holmes,  at’ayer  in  the 

1881 

Pattern  5 * in  aluminum.  On  plan- 

mint.  Very  fine 

3 OO  ~ 

ohet  of  double  thickness.  Bril. 

LIli-ilA 

proof 

7 60  — 

1896 

2 cents.  Unc. 

30 — 

HESSE 

it 

25*  " 

90  — 

1904 

2 marks  commemorating  300th 

H 

Cent.  Unc. 

25  — 

anniversary  of  reign  of  Philip 

1906 

25*  Very  good 

40 

the  Magnanimous.  Unc. 

75—^ 

1910 

3 marks.  Unc. 

90Z- 

1848 

Lombardy.  5 lire.  Unc. 

1 75  — 

(i860)  loo  Choo  Islands.  1/2  Sjhi 

1860 

Hesse-Homburg.  Thaler  of 

Fine 

2 00  — 

Ferdinand.  Unc. 

1 SO— 

LUBSGX 

1866 

Hong  Kong,  h dollar.  Unc. 

90  — 

1906 

2 marks.  Unc. 

76—  - 

HUNGARY 

1909 

3 H Fine 

60  — 

1896 

Korona  commemorating  the  1000th 

1911 

2 M Unc. 

90  — 

anniversary  of  the  Hnns  entering 

MALTA 

Hungary.  Unc. 

60- 

1902 

1/3  farthing  of  Edw.  VII. Unc. 

20- 

H 

Korona  of Francis  Jos.  Bril.  pro. 

50' — 

it 

ii  n h h ii  ti 

20  - 

H 

H commemoratin'?  the  en- 

1913 

« H «•  Geo.  V.  » 

20 

trance  of  the  Hun3  into  ^angary 

Very  fine 

40  - 

(1912)  Manchuria.  Dollar.  Fine 

6-90*. 

ICELAND 

1877 

Mauritius.  1*  & 5*  of  Victoria 

1923 

Nickel  25  aurar.  Vory  fine 

20—. 

Unc.,  red 

75-^. 

* 

H qo  H H H 

15  — 

1913 

Meckl onburg-Strelitz.  3 marks 

ITALY 

of  Adolnh  Fred.  V.  who  coremitt 

1911 

10  eontesimo.  Commemorating  the 

suicide  at  the  overthrow  of 

union  of  North  & South  Italy. 

Germany  in  1918.  Unc. 

2 2.5”' 

Pine 

16 

1745 

Mexico.  Pillar  8 reals.  V ry  fi. 

2 00 

H 

2 lire  commemorating  the  50th 

1572 

Middelburg.  Square  crown. 

anniversary  of  the  Union  of 

Struck  during  the  siege  by  the 

North  d South  Italy.  Fine 

50 — 

Spaniards.  Ex.  fine 

8 00  - 

1915 

Lira.  Victory  in  chariot.  Unc.# 

1888 

Mombasa.  Rupee.  Proof 

90  — 

bril. 

35 

- • * 
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V0NT'.K2G30 


1906  10  para.  Fine 

10— 

1908  20  M Very  fine 

15  — 

1909  Perpera  of  Nicholas  an 

Prince 

• - 

Fine 

60  ~ 

1912  Pexpora  of  Nicholas  as 

King. 

Fine 

60- 

1914  •»  **  « " 

King. 

MOROCCO 

Unc. 

75  — 

0.1318  A. D.  1900  £ dollar. 

Unc. 

1 00 — 

" 1320  " 1903  1/10  Crown.  Unc. 

26— 

h 

H 

H 

It 

crown.  Unc. 

1 00— 

H 

H 

ft 

II 

1/ 20  doll;  r.  Fine 

20— 

It 

II 

II 

W 

£ dollar.  Very  fi. 

90  — 

M 

1321 

W 

1904 

i/20  dollar.  Unc. 

20..- 

n 

ii 

H 

it 

£ dollar.  Unc. 

60 

H 

u 

H 

ti 

1 1!  ft 

i oo- 

It 

1323 

M 

1906 

X W ft 

1 00- 

a 

1329 

II 

1911 

£ H Fine 

40  — 

n 

u 

It 

1912 

£ " Very  fi. 

80  — 

MUSCAT 

1315 

i 

anna. 

Very  fine 

/v®  20 — 

M 

M 

H 

N 

it  it 

20  - 

KlGnBtt 


1909 

Tickel  1/10 

penny  of 

Rdw. 

VII. 

Unc. 

20— 

M 

N 

H 

n 

H 

H 

VII. 

Unc. 

20 

It 

H 

H 

H 

It 

VII. 

Unc. 

20  — 

HQRriAT 


1644 

crown  of  Chas.  XIV,  Fine 
£ crown.  Fine 

60  — 

1850 

"60k- 

1890 

2 kroner.  Brilliant  proof 

1906 

H 

2 kronor  commemorating  the 
separation  from  Sweden.  Unc. 
C~own-size  Coronation  modal  of 

"^50“ 

1910 

Haakon  VII.  Proof 
2 kroner  of  Haakon  VII.  Fine 

2 75— 
75  — 

1914 

2 kronor  commemorating  the  100th 
anniversary  of  the  Kingom. 

Very  good 

90 

1901  Oldenburg.  2 marks  of 

Frederick  Au^-nst.  Very  good  75 


1874  Patagonia.  2 centavos.  Unc.  1 75  — 

PRRSIA 

1X1320  A. D.  1902  Crown  or  5 kran9. 

Obv.  Lion  & Sun 
Very  fine  2 00 — 

(1928)  Crown  of  Riza  Shah,  tfith  bust 

Unc.  1 75- 


1907  Philippines.  1C, 20,  and  50  centa- 
vos, and  peso,  S Mint,  the.. 

The  set 

PORTUGAL 


1898  Crown  commemorating  Vasco  da 
Gama  centenary.  Urc  . 

1910  Crown  of  ManualXI.  comTTi'-'nor&ting 
Centenary  of  Penn  insular  War. 

. Unc. 

M Crown  commemorating  the  founda- 
tion of  the  Republic.  Very  fi. 
1915  Crown  of  the  Republic.  Unc. 


2 75 


2 50  — 
1 50  _ 


1903  Portuguese  Indies.  Rupee  of  _ 

Carlos  I.  Brilliant  proof  "3  00—- 

PRUSSIA 

1905  2 raarke  of  Wm.  II.  Misstrike 

without  mil'irig  on  the  e&ge.Unc.  T~26^' 
1907  2 marks  of  ^m. II.  Bril,  proof  90 — 

1910  Berlin  University.  3 narks. Unc. 

1911  Breelau  UniVf  raity  3 marks. Unc.  75 

1914  3 marks. Old  bust  of  Vfjn.II. 

Brilliant  proof  1 75  *“-■> 

1915  3 marks  commemorating  the 
Jubilee  of  the  "ansfeld  Mines. 

Brilliant  nreof  3 00— 

ROUMAIIIA 

187?)  l-eu.  Toung  bust  of  Carol  as 
Prince.  Unc. 

1881  Crown  of  Chas. I.  Fine  T 

1900  2 lei  of  Carol  I.  Old  bust. Unc.  1 60  — 

1906  Jubilee  leu.  Unc. 

1910  50  bani.  Fine  20— 

" leu.  Very  fine 

1932  100  lei  of  Carol  II.  Unc.  1 25  — j 

RUSSIA  / 

1888  Ruble  of  Alexander  III.  With  his 

portrait.  Brilliant  proof  j 
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RUSSIA  Continued 


1896 

Coronation  Ruble  of  Nicholas  II. 

Unc. 

1 25"-' 

M 

Rouble  commemorating  the  coronas 

tion  of  Nicholas  II.  Pine 

1921 

Bolshevist  rouble  of  the  1st 

type.  Pine 

75  — 

1825 

Saint  Thomas  A Princes.  Unc. 

80  reis  of  John  VI. 

75-r" 

SAN  MARINO 

1864 

5 oentismi.  V'ry  fine 

30--"" 

1869 

5 centesimi.  Pine 

"20" 

1875 

10  “ Very  fine 

1893 

10  N Pine 

l&T- 

1894 

5 H H 

15- 

1898 

lira.  Proof 

75  — 

H 

50  Centesimos.  Unc. 

35  — 

n 

2 lire.  Proof,  very  brilliant 

1 25  — 

N 

5 H Unc. 

^•80 rT 

1596 

Saxony.  3 brothers*  crown.  Pine 

1 T6-— 

1901 

Saxe-Meiningen.  2 marks.  Head  to 

rs©-^. 

right.  Proof 

1910 

Saxe-Weim&r.  Marriage  3 marks. 

Unc. 

1 OQ^. 

1911 

Schaumburg-Lippe.  3 marks  com- 
memorating the  death  of  the 

Prince,  Very  fine 

90 

1898 

Schwarzburg-Rudolstadt.  2 marks 

Unc. .brilliant 

1 

SERBIA 

1868 

10  paras  of  Michael.  Unc. 

35  — 

H 

5 para  of  " H 

25  ^ 

n 

Para  of  M M 

20’ — 

1875 

50  para  of  Milan.  Unc. 

25— 

1875 

2 dinars  of  Milan.  V~ry  good 

4«- 

1876 

10  paras  of  Milan.  Unc.  red 

25- — 

SIAM 

• 

(I860)  Pattern  tical  in  silvrtr.Plain 

edge.  Proof  end  very  rare 

H 

Crown  of  two  tical s. Unc. 

4 00- 

K 

Pattern  tical  in  bronze. With 

^4"D5^ 

milled  edge.  Proof 

1860 

Silver  medal  of  the  two  ’-ings. 

Unc. 

#5 

SIAM 

Tl874) 

4 attt*.  V«ry  large.  Unc. 

1 00 

(1887) 

£ tioal.  Unc. 

20 — 

(1888) 

Tical  . Pine 

50  — 

H 

2 atts.  Rust  of  the  King.Proof 

1 00  — 

(1908) 

1,5,  A 10  eatangs.  Unc. 

"stcr 

(1910) 

£ tical.  V<--iy  fine 

25  — 

H 

i-  tical  of  Rama  VI.  Pine 

tO""' 

» 

| h h « h Vary  good 

30  — 

H 

£ * Very  good 

20 

SICILY 

1840 

10  tornesi.  Unc. 

-35  - 

1857 

10  w Fine 

SIERRA  LEONE 

1791 

Pattern  dollar  in  bronze  on 

-5  00™ 

thick  planchet.  Proof 

N 

Penny.  Proof 

130-^- 

1796 

lOff  Pine 

75~1L 

A.H.1312  A. D. 1894  Soudan.  Base  sil- 
ver dollar  or  20 

piastres.  Pine 

35  — 

1888 

Spain.  5 pesetas.  Baby  head. 

'l  28*—" 

Unc. 

1804 

Sultana.  Kepeng.  Rev. , flower. 

Very  fine 

50  1 ** 

SUMATRA 

1786 

3 kepenga.  Brilliant  proof  and 

rare 

2~35— * 

1787 

Keoeng.  V^ry  fine 

20  - ■ 

H 

3 M Fine 

—25 

1916 

Switzerland.  5 francs.  Proof 

1 25 — . 

1829 

Tercelra  (Azores)  80  reis  nec- 
essity money  struck  from  church 
bells  melted  down  by  the  taropps 

of  Maria  II.  of  Portugal. Pine 

THIBET 

1896-1908  l-  rupee.  Unc.,  very  rare  -©-'0©— 

" " £ H Very  rare.  Unc.  -3-6Cr^' 

(1900)  H®ee  of  the  Chinese  Emperor 

» « Vr>ry  good  1 

1892  Transvaal.  Penny.  Proof  1 50 


V*  ? 0*~  » 
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A»B«  1310  A. U. 1892  Trengannu.  (Malay 

States)  Better 


M 

a att.  Vury  good 
Same.  Pewter  ^ att 

6CL:- 

TUNIS 

Very  good 

6Q- 

1891 

50  centimes.  Unc.,  brilliant 

'30—-* 

n 

Franc.  Very  fine 

N 

2 centimes.  Fine 

'TS9 — 

1915 

50  Uhc. 

25- 

1916 

10  w issued  during  the  war 

1917 

Bare.  Uhc. 

ifl&r 

Franc.  Very  rare  as  few  were 

ooined  owing  to  the  war.  Unc. 

r*o. — 

TUBX3Y 

(1916) 

10  piasters.  Very  fine 

(1926) 

Nickel  25  oiastres  of  the 

Bepublic.  Unc. 

"26 

10  piastres  of  the  Bepublic. 

Unc. 

ISlCZ, 

N 

Brass  10  piastres  of  the 

Bepublic. Unc. 

2CC1_ 

1676  Tuscany.’ ^ crown  of  Cosinus  III. 

St.  John  the  Baptist. Blessed  by 
Zachrias.  Unc.,  brilliant  <L.£J&r~ 

PGAUDA 

1906  25^  Fine  g q — ■ 

1911  10<f  nickel.  Very  good  -gQ  — 


1790  Westfrisia.  Broad  rider  2/3 

crown.  V ry  fine  T'OCT*^. 

1788  Zurich.  ^ crown.  Unc.  "T  25—^ 

A. 3.1316  A.D.1898  Afghanistan  double 

crown  of  5 rupees 

Fine  and  rare  6 00 


| 5/4,  6i~ 
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AFGHANISTAN 


X.H.1315  ~ 

A. D. 1897 

Rupee  of  Abder 

Rahman  Khan.  Modern 
stylo.  ?ino 

7*~ 

M 

1317 

H 

1899 

Rupee  of  Abder 
Rahman  Khan.  Modern 

style.  Very  good 

60 

H 

1317 

II 

N 

i anna  of  Abder 
Rahman  Khan.  Modem 

style.  Fine  and 

rare 

90- 

M 

1319 

H 

1901 

Rupee  of  Hablbullah 
Kh;in.  Fine 

75— 

H 

n 

« 

ii 

^ rupee  of 
Hablbullah  Khan. 

Fine 

60- 

II 

1330 

II 

1912 

Rupee  of  Hablbullah 
Khan.  Unc.,bril. 

1 00- 

H 

H 

II 

it 

Rupee  of  Habibuliah 
Khan.  Uno.,  bril. 

1 00' 

II 

1332 

H 

1914 

Brass  4 anna  of 
Hablbullah  Khan. 

Fine 

60- 

II 

1347 

It 

1929 

■a  rupee  of  the 

o x 

rebel,  Bt  oh  \ 1 

Sakao.  Unc.,  rare  2 Otr='"' 


AUSTRIA 

1928  2 schilling  comme  orating 
Schubert's  Centennial.  Unc. 

" 2 schilling  commemorating 

Schubert's  Centennial.  Unc. 

" 2 schilling  commemorating 

Schubert' s 'Centennial.  Unc. 

1929  2 schilling  with  bust  of 
Billroth.  Very  fine 

BRAZIL 

1900  400  reis  commemorating  400th 

anniversary  of  the  discovery  of 

Brazil.  Unc. 

H 400  reis  commemorating  400th 
anniversary  of  the  discovery  of 

Brazil.  Unc. 

1000  reis  commemorating  the 
400th  anniversary  of  the  dis- 
covery of  Brazil.  Unc. 

" 1000  reis  commemorating  the 

400th  anniversary  of  the  dis- 
covery of  Brazil.  Unc. 


75' 
75  — 
75  ^ 
50  — 

70" 
70  - 
1 10- 
1 10 


1922 

2000  Reis  commemorating 

Centenary  of  Independence.  Unc. 

40  - 

1937 

Commemorative  5000  r°is  with 
bust  of  Santos  Dumont,  the 

famous  Aeronaut.  Unc. 

90  - 

BULGARIA 

1879 

Pattern  10  stotinki.  Unc. 

40  — 

1880 

Pattern  10  Stotinki.  Unc. 

35 

1882 

Leva.  Unc. 

50" 

it 

L.;?A  Vory  good 

30  ' 

M 

Leva.  " fine 

35  - 

N 

3 " Unc.,  brilliant 

90- 

II 

" " Vary  good 

50" 

1883 

50  Stotinki.  Vary  good 

15 

1863 

« » Unc. 

35- 

1885 

Crovm  of  5 leva.  Unc. , bril. 

3-  75  - 

1 -#r~ 

ii 

5 lev:  , Very  good 

1887 

Patt' m 10  stotinki.  Unc. 

1891 

50  stotinki.  Very  good 

20  - 

H 

" •*  Unc. 

25- 

1910 

Leva.  Old  bust.  V-^ry  good 

40- 

ii 

II  H M II  H 

40 

1912 

2 stotinki.  Pine 

10 — 

1913 

50  stotinki. 

30  — 

CR3TE 

1900 

10  lepta.  Very  fine 

15“ 

ii 

Lepton.  Unc. 

10* 

H 

" Unc. 

10 

H 

20  Lenta.  Very  fine 

15^ 

It 

10  **  Unc. 

1901 

Drachm.  Very  good 

DKNMAHK 

1820 

urovm.  Very  fine 

1 40 

1839 

" Pine 

1 00  ^ 

1847 

" of  Christian  VIII,  Unc. 

i sa- 

1849 

Crown.  Pine 

1 00— 

1855 

M II 

1 00-' 

1863 

H commemorating  the  death 

of  Frederick  VII.  V ry  fine 

4^75  - 

1892 

2 kronor  commenor  ting  the 

' — 

Hoya1  Golden  bedding.  Unc. 

1 oo  — 

M 

2 kroners  commemorating  the 
Golden  Wadding  of  the  King 

and  Queen.  Pine 

8tr=~~ 

1906 

2 kroner  commemorating  the 
death  of  King  Christian  IX. 

Very  fine 

80  — 

r.  Bobt.  Friedberg 
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DKHMARX  Continued 

1861 

5 lepta.  Very  fine 

25- 

1906 

2 kroner  coomeiuo rating  the  death 

ti 

10  " H good 

15- 

of  Christian  Ik.  Urc. 

1 00  — 

1857 

2 " of  very  small  size.  Fine 

20— 

1913 

2 kroner  commemorating  the  death 

ti 

Lepton  of  H M H Very 

of  Frederick  VIII.  Unc. 

1 10  ~ 

fine 

25" 

M 

3 kroner  ocmmemo  rating  the  death 

H 

5 lepta.  Fine 

25-~ 

of  King  Frederick  VIII.  Unc. 

1 10  — 

1916 

Silver  2 kroner  of  Christian  X 

1868 

Bong  Kong.  Rollar.  Vary  good 

80  - 

Brilliant  proof 

1 50  — 

MAURI 

TIUS 

1923 

Silver  wedding  2 kroner.  V-  ry 

(1820)  25  sous.  Uhc. 

40- 

fine 

90  — 

1821- 

22  50  H Fine 

50- 

H 

2 kroners  commemorating  the 

1877 

20  cents.  Fine 

2a-  - 

silver  wedding  of  the  Xing  and 

K 

ii  ii  it 

20- 

<^ueen.  Unc. 

1 15— 

H 

1#  and  5#  of  Victoria.  Unc., red 

75- 

1930 

2 kroner  oomnenor  ting  the  60th 

*1 

10#  Fine 

20  - 4 

birthday  of  the  King.  Very  fine 

80  - 

II 

" Very  good 

15- 

GBh.QS 

1878 

2 # Fine 

15- 

1832 

2 leota  of  Otto.  Unc. 

20  — 

rt 

Cent.  Proof 

20  - 

1833 

Pattern  5 dr  chmai  or  crown  of 

tt 

10#  Unc. 

30- 

Otho.  Without  the  taint  s.tark  of 

1884 

2#  Fine 

16  - 

the  regul  r coin  and  of  really 

1886 

20#  Vetrv  good 

20- 

better  style.  Brilliant  proof 

TTTJO— — * 

M 

10#  Fine 

20-  - 

H 

Lenton.  Fine 

10- 

1808 

2#  Unc. 

20- 

N 

" Unc.,  red 

1889 

10#  Fine 

15-  - 

1834 

2 lenta.  Unc. 

26- 

» 

20#  V ary  fine 

20 

ti 

5 " " 

86 — 

1897 

10.!  Fine 

20-  . 

1837 

Leoton.  " 

eXr ** 

H 

10  lent&.V  ry  fine 

20— 

1912 

Nicaragua,  Crown  or  cordova. 

1838 

5 M Fine 

15—.. 

* Unc. 

3 00  — 

H 

H II  It 

15- 

(1928 ) Persia.  Crown  of  Riza  Shah 

M 

10  " " 

20 

With  bust.  Unc. 

1 50 

1839 

5 ■ « 

1B-- 

1881 

Roumania.  Crown  of  Chus.  I. 

H 

Lepton.  Unc. 

90'  — 

Fine 

1 00- 

H 

2 Lepta.  Very  fine 

15— 

RUSSIA 

1840 

5 " Fine 

20— 

1729 

Ruble  of  Petr  II.  Fine 

2 35- 

M 

Lepton.  Uno. 

30C 

1736 

Crown  of  Anne.  A"bt.  very  good 

-90 

H 

2 leota.  Vary  fine 

20— 

1742 

Ruble  of  Rlizaboth.  Unc. 

3 75  - 

1842 

5 lepta.  Vnry  good 

15- 

1748 

Crown  of  Elizabeth.  Very  good 

1.40 

1841 

5 H Uno. 

20- 

1762 

Ruble  of  Peter  III.  Unc., 

M 

Lepton.  Fine 

15- 

brilliant 

4 25- 

1843 

Lepton.  Unc. 

20 

ii 

Crown  of  Gath -fine  the  Great 

N 

10  Lepta.  Unc. 

20- 

1st  year.  Moscow  Mint.  Very 

1846 

5 lepta.  V^ry  good 

15- 

good;  rare 

3 76^: 

1844 

2 H w f 1 ne 

15- 

1859 

Ruble  commomor' t ing  the  erection 

1848 

6 M M good 

15' 

of  the  Niehol'  a I.  st  tue. 

1849 

10  " * • 

15 

Proof 

1 60  i 1 

1860 

IQ  N " « 

15 

«•  1 
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1833  Coronation  Ruble,  Fine 


fa 

75— 


1879  Se ~bia.  5 dinars.  V^ry  good 


1 25 


March  13th  / 42 

r.  Hobart  Friedberg 

30-79  37th  Street,  long  Island  City.N.T. 


ABYSSINIA 

1894  2/3  crorai  of  Menelik.  Hue 

(1894)  l/3  dollar  of  rt  Dull  proof 


— 1 ^Q_r— 


1921  Angola.  Centavo  of  the  Republic 

Unc. 

BAVARIA 


1913  Pattern  10  marks  in  sHv’".  3;: 
Ooetz.  Proof 

" Pattern  2'mnrk3  " M 

Goetz.  Proof 

sshuahk 


1813 


1348 

1851 

1888 

1892 


1903 


Rigabnr.kdale’".  Perfect  brilliant 

■proof 

H ’Inc. 

" of  Fred.  VII.  Unc. 

10  ore.  Proof 

2 kroner  comremo rating  the  Royal 
Golden  Weddinr.  Unc. 

2 kroner  coTar.emo  ratin’-  the  40th 
year  of  the  King's  rei  n.  Unc. 

25  ore.  Proof 

2 kronor  co  innemo  ret  inr  the  death 
of  Christian  IX.  Unc. 

2 kroner  commemorating  th°  death 
of  Christian  IX.  Unc. 

2 kronor  in  z^mcry  of  the  death 
of  Prod.  VIII. Proof 
I03LAND 


1905 

1906 


1911 


1922 nickel  25  abr&r.  Very  fine 
11  * 10  1 " '• 

JAPAN 

1600-1800  Small  bean  money  in  oaBe 
silver.  Very  fine 


NIGERIA 


1907  Aluminum  l/lO  penny  of-’-dw.  VII, 

Unc. 

1909  Nickel  1/10  penny  of  :!dw.  VII. 

Unc. 


1933  New  Zealand.  Proof  cet  of  3-5 
pence  1-2-2^  shillings 
NORHAY 

1777  Cro  'mm  V^ry  good 

^ « H H 

Cro  wn.  rt  11 

H H II 

1 " Fine 

2 kroner.  Bril,  proof 
H 11  of  Oscar  II.  Abt.  unc. 
Comruemor-  tive  2 kroner.  Unc. 

2 kroner  conraemorr  ting  their 
independence  from  '-'treden.  Proof 
Krone  of  H.-aktn.  Unc.,  bril. 

2 kroner  of  Haakon  VII.  Fine 
2 kroner  aomemcr  ting  the  lOCth 
anniv  raaty  of  the  Kingdom. 

Very  rood 

F--KS1A 

A. D. 1011 


1827 

1830 

1847 

1850 

1890 

1898 

1905 

1907 


1908 

1910 

1914 


A.  H.  13.29 


" 1333 

RUSSIA 


1915 


2 lcrans.  Lion  £_ 
sun  on  obv.  V-^ry 
good 

2 krms  of  Ahmad 
With  bu-t.  I'ine 


1733 

17&> 


(1854)  i bu.  Ur.c, 

" bu. 

-m- 

11 

j-:r:  T 

1909  1/24  ahil'.ing 

of  F&W. 

VII.  Unc. 

1793 

1913  1/12  " 

" Geo. 

V.  1st 

ts^ 

type.  Unc. 

1834 

1923  1/12  shilling 

of  Geo. 

V.  2nd 

type.  Unc. 

1869 

MOROCCO 

A. H. 1309  A. D. 1892 

1/2  dollar.  Unc. 

~~-^Q  • 

" 1317  " 1900 

H H 

M 

1 10- 

1884 

» 1321  " 1904 

«t  H 

II 

90  ' 

1888 

A, E. 1312  A. D. 1805 

Muscat. 

i anna. 

"'ine 

20 

crown  of  Anne.  V.-ry  fine 
'*  « Pet-r  III.  St. 

Petersburg  Mint. 


Unc.,  v ry 
brilliant 
Crown  of  Peter  II.  St. 

Petersburg  Mint.  Unc. 

Crown  of  Cath  rine  II,  V-'ry 

good 

Ruble  conrmemoratin T the  erection 
of  the  Alexander  Column.  Unc. 
Ruble  commemorating  the 
erection  of  the  monument  to 
Nicholas  I.  Unc. 

Rouble.  Unc.,  brilliant 

H Bust  of  Al^xond-r  III. 

Proof 


1 50- 


Mnrch  13th 
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1912 


1913 


RUSSIA  Oontiau -sd 

1896  1-1 Rouble  conmi-noratlne  th*  corona^ 
tion  of  tho  Czar,  Nicholas  U« 
at  Moscowl  Tine 

Silver  rouble  commemorating  the 

defeat  of  Napoleon  in  Russia 
In  1812,  Unc, 

Rouble  ooitraerao rating  the  300th 
anniversary  of  the  Romanoff 
Dyu.ar.ty.  Variety  with  the  bust 
in  low  relief.  Tine 
Ruble  comber*) rating  the  300th 
anniv  rear y of  the  Romanoffs, 

Very  fine 

necessity  1 and  2 kopecks  in 
iron,  struck  by  the  German  Army 
of  Occupation.  Tine 
Bolshevist  50  kopecks,  1st  type 

Tine 


1916 


1922 


1832 

1835 


1848 


1649 


1657 

N 


anniversary  of  the  Augsburg 
Confession.  Unc.,  brilliant 
with  -oroof  surface 
1/8  crown.  iJnc. 

Heavy  crown  of  Bemadotte.  Very 

good 

2 rixdalers  or  -?-r  crown,  of 
Oscar  I.  Tine 

Very  large  4 skilling.  V 'ry 

good 

Heavy  cr^wn  of  Oscar.  Tin9 


1864 

1875 


2 riksdaler  or  h crown.  Unc. 


Heavy  crown  of  Chas.  XV.  Tine 
Krona  of  Oscar  II.  Unc.,  bril. 


#2 


1876 


Crntinued 


1897 


1906 


2 00' 


1907 


— 3B^ 


1910 

1912 

1912 

1913 
1921 


1924 

Bo  Is  h 

^vik  kopeck. 

. Unc. 

H 

H 

3 " 

Very  fine 

* 

H 

15  rt 

Unc. 

1926 

M 

brass  M 

Very  fine 

1927 

N 

20  " 

Unc. 

Td — 

H 

H 

h rouble. 

Very  fine 

H 

N 

15  kopecks.  Unc. 

1928 

N 

brass  3 " 

Very  fine 

n 

N 

H g H 

H tt 

NSOrr' 

H 

H 

20  H 

Unc. 

H 

H 

15  " 

it 

1929 

H 

1*  H 

it 

1930 

H 

20  H 

n 

SFiDRN 

1721 

Crown 

commemor  ting  the  200th 

1922 


1938 


1938 


— '30  ■- 


1 75 


2 kronor  of  Oscar  II.  Unc,, 

brilliant 

2 " commemorating  the  25th 

year  of  the  King* a reign 
5 ore  of  Oscar  II.  after  thr 
separation  from  Norway,  Unc, 

2 kronor  of  Oscar  TI,  Lar.t 
year  of  his  reign,  Unc. 

2 kronor  commemorating  the 
Golden  wedding  of  tho  King  and 
QUfi' n.  Unc. 

Golden  wedding  2 kroner.  V ry 

good 

2 Kronor  o t Gustavus  V,  Unc. 

2 kroner  cf  " * Proof 

Krone  of  Guetovus  V.  Proof 
1-2-b  ore  5 sete.  Proof 
2 kronor  commemorating  the 
400th  anrir  • ry  of  Gustavun 
Vasa  becoming  King.  Unc. 

2 kronor  cf  'ustavus  V.  T7nc., 
brilliant 

2 kroner  conremorr.ting  the 
found-  tion  of  New  Sweden,  which 
is  now  the  Stet--  oJ’  Delawa  re. 

Unc. 

2 kroner  commemorating  the 
foundation  of  New  Sweden,  which 
is  now  the  3tate  of  Delewi  rd. 

Unc. 


1874 


Switzerland.  5 froncs.  V ry 

fins 


1 OC 


1 25  ~ 


1 25  — 


75  ~ 


1 26- 


l'OTS^ 


li^x 


fS~35 


M rch  26th 
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RUSSIA 

1708  i crown  of  Pet-r.  the  Great,  Unc., 

very  rare 

(1709  Silver  kopeck  of  Pater  the 
Great,  V^ry  fine 

(1710)  Silver  3 kopecks  of  Peter  the 
Great,  Pino 

1726  Squar  kopeck  of  Catherine  I, 
Proof,  Very  rare 

1726  A rouble  of  Catherine  I,  lino, 

1727  Pattern  2 kooecks  of  Oath,  X, 

"ine  and  extremely  rare. 

1728  Kopetek  of  P->ter  XX,  Unc.,  with 


SVu'DEN 


-euo  *— 

40''— 

rTSCr-*- 

~4~oa — ■ 


1860 

kigsd&ler  of  Chas.  XV.  Proof 

i io — 

1864 

26  ore.  Brilliant  proof 

1866 

« « m it 

60--. 

1867 

$ * of  Chas.  XV,  Proof 

40  - . 

H 

2 " Proof 

' 35 — \ 

H 

5 H H 

40  — 

H 

1873 

10  H « 

Rigsdaler  of  Oscar  IX.  Bril, 

-50"—' 

proof  and  extremely  rare 

1890  2 kroner.  Vith  large  bust  of 
Oscar  II,  Brilliant  proof 
1906  Krona.  1st  coinage  aft(-r  the 


1 75  — - 


1732 

original  red,  and  v ry  rare  thus 
- ruble  of  Anne.  Unc, 

j~QQ-r:- 

separation  from  Horway.  Bril. 

■nroof 

1 25  — 

1733 

10  kopeck3  of  Anne.  Very  fine 

1910 

2 kroner  of  Gustavus  V.  Proof 

-r-so^: 

Rare 

1912 

Krona  of  Gustavus  V,  Bril,  proof 

..-©or— 

1741 

2 crown  of  I Tan  XXX,  Fine  & rare 

H 

50  ore.  Proof 

35  — 

n 

* H St.  Petersburg 

tl 

25  " « 

25  — 

Kint.  Unc.,  brilliant 

1919 

10  H Crounod  Arsis.  Bril, proof 

20  — 

1760 

Uenga.  Unc.,  Rare  thus 

M 

05  H H II  H II 

30 

1761 

Silver  nedtJ  commemorating  the 

M 

5Q  H II  H It  tl 

35  — 

1769 

de'.th  of  the  Empress  Elisabeth 

Unc. 

Poltura.  Proof 

-0~0€r— ~ 

1923  Krona  of  Guatavus  V,  Proof 
SIB  RIA 

1777  V -.ry  large  10  kopecks.  Extremely 

60'™ 

1770 


1787 


Com.  r:»o ration  ruble  of  Oath, II, 
Given  as  a Kaval  Award,  Rev. , 
a Haval  battle.  Proof 
20  kopecks  of  Cath.  IX.  Struck 
for  the  Scurida.  Unc. , and  very 


1780 


OQ 


fine 

Extremely 
f i ne  m 

NET 


w • •—  v 

rare  indeed 

"©-oar- 

1796 

■}.  crown  of  Cath.  the  Great. I&st 

year.  St.  Petersburg  Mint.  Unc., 

Very  rare 

0 0Q..~  ~~ 

(1796)  Pattern  10  kopecks  of  the 

Emperor,  Paul.  Try  fine 

r 78 — 

1802 

i rouble  of  Al<-x.  I. Unc, 

'90'-- 

K 

10  koi  ecks  of  Alex.  I,  Unc. 

"78-- 

1805 

10  " Unc. 

sa  — 

1835 

* " Brilliant  proof 

75  — 

H 

25  H MM 

90 

H 

5 « M H 

50  — ‘ 

1861 

15  " Proof 

30  — 

(1895)  Pattern  zolotnick.  This  small 

size  is  much  rarer  than  the 

large.  Unc.,  and  ex.  rare 

^ea 

/o?S 


< 
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AHHJiiT 


HRS' 


1909  3 marks.  Tory  .rood 
1911  * " Unc. 

1914  Silver  Wedding  3 marks. 

BATABIA 

5 marks  of  Louis  II.  Tery  fine 


Uno. 


75 

15 

00 


— 1875  5 marks  of  Louis  HI.  7 "7  goo<V)UN  K|$U- 

1904  M " eommamo rating  Fourth 

Oentenarv  of  Philip  Tory  fine 
3 narks.  U ic. 


1910 


50 

90 


1875 

1911 


1 25 


1912 

1914 

R 

OHUSA 

Tl9l2) 

(1922) 


C *own  c BEirsno rating  the  90th 
“birthday  of  the  Prince  B g-vnt 

Proof 

3 marks.  Com"-  raor  ting  the  00th 
birthd ;y  of  the  Pr  i.no  i Jogant 

Uno. 

marks  of  Otto.  Very  fine 
* of  Louis  III.  Pina 


1810 


2 25 


One. 


m be#** 

75 

90  * 

1 00  ^ 


Islo  i o ? Pj  jic  and  Bonaparte 
Grown  of  10  livens.  Uno. 

— iiSIhSL 

1904~* 5 marks.  Bril  irr.t  proof 
* * Tery  gcod 

3 " Pine 


JUN^  RS6 


1907 

1909 

1910 


56 

JUN  22**® 


odse/l 

(1878) 


Orown  of  Li  Tuan  Hun  •.  Urc. 
Gomasmorrtlve  Cro  n:  of  tve 
Hepubli  c.  Bust  fr  ir.g. 
Brilliant  proof 


4 00 


1904 


If  1C 


J*JN  fa® 


1878  2 

(1900) 

1905-8 


5UU  2,2 

' - 

30  1 909 


♦ rf 


(1906) 


(1907) 


F g JLjST 

1924  3 

1925 


Silver  chon  with  enamel  -i  c *tr,; 

Vi^ry  fine 

ehon  with  enameled  certr  . 

Tans,  tine 

1/2  -.on  of  the  large  size 

catalogued;  $25.00.  Unc, 

Silver  10  chon.  T.-ny  fin  . 

large  size 

" " chon.  Hue.,  1x1111: 

Catalogue  price*  $20.00 
Silver  -?/  von  of  the  reduced 
slse.  One. , extremely  brilliant 
and  very  rare.  Catalogue  prioe  r-coh 

$25.00 


, JUfl  ^2*^ ECD3L040 

The  .» „ ^iCt> 

HO  . A 

t; 


gUV'B  *48 


1889  Luxemburg.  P.  bt>  rn  5 fr  -cb. 

Proof 

M eckl  e ixb  or  g-Sch w?  rir:  • 2 marks 
commemorating  th*-  marriage  of 

the  Or aiii  Duke.  V*xy  f’ne 
’■-1.  ok!  :ulvn  uvOjirelits.  3 marks 
of  Adolph  Frud«.'V.  who  co  smalt  ted 
suicide  at  the  overthrow  of 
Oar:  ny  ju  1018.  tTnc.  ,M>  ftfCO 

l’i! . ) . Or  "/;  of  Jo  .II.  Proof 
Mor.tenegro.  Crown  of  5 perr>er;r  ox 
King  Hichcl&s.  Unc. 

Kag.au,  Bauble  thaler.  T ry 

good  mzzm 


,0  1819 


1835 


Brood  s';  ecies  dal  er  of 

Chao.  XIV.  Joiux.  Proof.  Tery 

Crown  of  Ch  : le  XIV.  Ur.c., 

brill i Jit 


3 


marks  of  the  Bepublic.  Uno. 

" oo r-  ^mo rating  the  1000th 
the  Bhineland 


00 


1901 


1929 


annivers:  "y  of 
belonging  to  Germany.  TJnc. 

3 marks  oommeEiorating  100th 
anniversary  of  the  City  of 
Kiessen.  Brilliant  proof 
BtaanaQ 

1875  5 marks.  * iry  good 

1908  * 3 tine 

1909  3s  8 


1870 


Oldenburg.  2 marks  of  n 

Jraderick.  August.  Very  good  UJ N 
Papal  States.  5 lire  of  Pius  IX. 

The  la- 1 coinage  of  the  Poue*s. 
in  August  of  this  year,  th~ 

Italian  troops  entered  Be  re,  .... 

Proof  JUNggjfaQD 

2 00  " 1874  Patagonia.  Silver  peso  with 


JUN  £ ggP^cu 


• M !%£&_ 


plf.in  edge.  Proof  and  t ry 

JrVJv  iJ 


JUN  9°^^Re(3D 


1823 


10  Zlot.  Vith  bust  of  Al©x. 

Proof 


I. 


JUItik  bo  «• 


Jnn.e  9th 


/ 43 


**  < Jt 


r,  Cohort  Priedbarg 


1833  Poland.  V tte:.v  10  Zlot.  W th 

Russi  an  '--int  mark.  She  crown 
being  smaller  nd  irore  distant 
from  the  Eases'  he;  4a  than  the 
regular  oin  end  th  workmansh  Ip 
also  he  in,-  superior.  P-rfact 
brilliant  -oroof 

Portugal 

1898  thrown  of  100C  re^  s.  Conn ono rat-  / 
ing  the  400th  rr.nivers  ry  of  thoa  1 
Portuguese  discovery  of  India  / l 

Unc. 

1899  Crown  of  Chas.  I.  Unc. 

1910  Grown  oom  .oaor  ting  th«  found 

tion  of  the  Berroblre.  V-r y fine 

PRUSSIA 


1S45-7S 


Russia.  Crown.  Probably  a 
restrike.  Unc. 


m n few 


Hlfj[  ^gO-RPCD 


25- 


1876 

1876 

1868 

1901 


1909 

1910 


1911 

1913 


6 masks  of  life. 

R M HR 


1^14 

I.  B Mint.  Unc.  JUN. 

" T ry  fine  JUNl 
of  ths  '®rerorf  Pred-ricfc  1895 


1898  San  Marino.  5 lire.  Une. 

* "OKT 

1903  Memorial  5 marks.  Unc. 

1304  5 maxks  of  G eo  rg  :.  Pine 
19C9  Jubilee  5 marks.  Unc. 

3 marks.  Pine 

3 mattes  conn  grating  th:  de- 
feat of  S aoleon  at  help  sic  in 
1811*  Brilliant  proof 
3 marks  commemorating  the  de- 

v feat  of  Bcp.'l  on  --t  Leipsie  in 
' 1813.  Unc. 

5 marks.  V-^iy  fine 


1910 

1913 


3 50 

1 76  ■ 

W 2 00 
50  — 


1 50 


Cl 


19C1 


191C 


1911 


1914 


1915 


6 marks  commeaor  ting  the  300th 
anr.lv  'rsary  of  the  Pv  ssitn 
Ringdor..  Proof  1 75- — 

3 oatks.  Uas.  i.im  REGCQL902 

3 marks  of  Berlin  Univ  -sity 
Jubilee.  Brilliant  pmcf  1 50  “~ 

B rlln  Ur4  varsity  3 merke.  Unc.  di  • 

Breslau  Univp -a  * ty  3 r'.rkn,  Una.  7 si — 

3 arks  conrr.omor-  ting  the  35th 

ya&r  of  the  BiMnror*s  reign.  D 

Proof  J0»  Sffi-*^*98 

3 marks  commerce r ' k >r  the  r 

against  Bapoleon.  Bril.  proof 
3 marks  com-.eBto  rating  the  mr 
against  repol: on.  Uno. 

3 marks  eoramemorntJng  tho 
S-jperor*  s 25th  anniversary  of 
rel*?i.  Unc. 

3 iraiks.  Old  buat  of  %.II. 

Brilliant  proof 
6 * of  %.  II.  Old  military 

bust  to  right.  7 >ry  fine 
6 rnaike  of  the  Hew  Design.  Unc. 

3 * of  7h..  II.  Older  bust. 

Unc. 

3 marks  comn-morating  the  Jubilee 
of  tho  Monsfeld  Min? s.  Bril. 

proof  2 50 


Saxc-i"  t "*  Vu  v.  5 Banks.  Unc. 
8axe-Coburg-Gotha.  2 marks  of 
Alfred  aen  of  ^ue  -n  Tictoria 
of  England,  Unc. 

Soxe-V  dniiigsn.  2 marks.  He  d 
to  right.  Troof 
Sc  -.  -H-ining  n.  5 marks.  Bust 
to  left.  Pine 

3aate~Teir*.ai , Carriage  3®:  :^' 

Unc. 

Schaumburg- Lippe.  3 marks  com- 
memorating the  death  of  the 
Prince.  Very  fin3 
1 .th  ,b  ■■-Rv.iolstudt.  .3  marks 
_ 0rfn  Bxilii  nt 

I \\i  ILte  S0R^.^rURg,S0UhI.  :SHAUS  N 


75  r— 

1 00  — 

2 50  — 

^12®^“ 

uUi.  ijffttcir 

2 ‘ 

t * 

1 00 


,mN 


1905™  Jubilee"  2 mark's." rroof 


1 00  — 

JUi^af-ffroo 

JUNl&Q  j&)0 


1909 


75  1715 


3 madc-a  com  emor  ting  the  destk 
of  the  Pranas.  V ry  fine 


Sicily.  Crev  of  Oh.  -rI.  of 
Hapsburg.  Pro-f  won 

1 501  ‘ <1888)  Siam.  Pattern  2 ticels  of 

Chulalongjcorn.  In  silver. 
Perfect  brilliant  proof  end 
very  rare 

Spain.  Crown  of  5 pesetas  of 
Don  Carlos.  (Chas.  71 I.  tho 


1 25 


* <m~ 


JUH  ftgiiECD 


1874 


75 


Pretender)  Ihe  rare  pattern  wfcfh 
plain  edge.  Brilli  ant  proof  ^ ^ hftTh- 


r.  Robert  Briedb^rg 


03 

1719  Sweden.  Cro *ah  of  Ulrica 
Sleonora.  Pine 

. I860  Tuscany.  -roan  of  Cc3nus  XXI. 

Large  young  bust.  Bev.  St.  John 
the  Baptist,  baptising  Christ  in 
G the  Jordan.  Inc.,  and  b»wwti- 

fully  toned. 

T-SEZPEXA 

1876*  Crown  of  5 bolivars.  V ry  fin^ 

1900  " * '»  * Vnc, 

roraa-as 

1910  3 oaricg.  Bine 

1911  Silrer  wedding  3 tnarkr.  Unc. 

1911  3 marks.  Bine 


f 366,. /0 


» 

,aiji  &2JIecd 

*#(£ 


1813  Zc.r&«  Weoessity  crovm  of 
Bppoleon.  Pino 


- 


Deo.  3rd 
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ihrt.  . '"riedtorg 

Regimental  Headquarters  Battery 

85th  Const  Artillery.  (AA) 

Newport  News,  Va. 


A. 3,1253  A. D. 1837  - lgiers.Bro^d 

err  wn.  Unc.  mle 
1937  Australia,  Cro  m of  t-eo.  71, 

1st  Australian  Croesi.  Unc.  me*  1 ^5 
AUSTRIA 


1848  Lombardy,  5 lire,  Unc.  moe  ,,jfl  70 
2 25-  (1800)  Madras.  £ pagoda  or  *erown 

Uno, , sl?.ndidly  struck  up. 


mix 


2 50 


1854  Crown  of  2 gulden.  Cor lnieno rating 

the  marriage  of  the  Umperor.  ■*_- 

Proc-f  ' «l«tr  i«®U 
1856  Crown  of  Pranois  Joe.  Tiring  bust  , nr:;' 

to  right.  Proof  oc'v^-Q,  ^ 

1827  Bavaria.  Crown  eoiuviaor  - ting  th* 
institutionof  thr*  Ordc-v  of 
Ludwig.  Hus  blfr  r “Qb&v 

1795  Berne.  Crown.  Uno.  oce<£>r«*; 

1623  Bohemia.  Crownof  ' rd.  II.  The 
King  standing  in  ar:acr.  Pine. 

ntue  \ 2 75  — 

1790  Brabant,  Cr^wr.  of  tb 

Te’y  fine  oxeDtwS  '06'“^ 


18C8  Majorca.  Necessity  crown  of 

30  sous,  Nine  ome  ' 

(1882)  Morocco.  Crown.  Unc.  mix 

(ill)  Morocco,  " * bril.  mix 

NORM! 


2 75 — 

2 75 — 
2 75  — 


1776  Crown.  CL?.,  crowned  rmogram. 

V.  fine  hue  eg  ggixtvili 

1835  Crown  of  Chas.  XIV.  Unc. ,brll. 

toco  _ 3 ?5  - 

PAPAL  STATS 3 DU-  1 

Tl706 r "■  Scudo  or  crown  of  Clement  XI. 

Roy,,  St.  Pet«r  fishing.  In 
. Lost.  V.f  ne  bfft.f  9 OQ  >T 

1818  Crowe  of  Pius  VII.  Struck  ot  ’ L ’ 

3 00  - 


•bio gnu.  Proof 


nix 


1906  Bremen.  5 marks*  Unc.  mix  rr*~  1845  Sonde  of  Ur^gory-XVI.  Uno.* 

1630  Brandenburg.  3 broth'-rs  crown  bril.  mix 

Their  busts  facing*  V.fine  o:tl  ftF p3 

1865  Chile.  Hseesslty  p-so  of  (1880)  Pe  si  Crown.  V.fine  rale 

Copiapo.  Unc.  mix  2 75"—  1899  Portugal.  Grown  0?  1000  reis 

(1800)  Cis-Alpino  -Ronublic.  Cro»n.  Unc.,  v^ry  bril.  mis 

oxn  3 00  1913  Prussia.  5 narks  of  ti  New 

1891  Dominican  Rep.  5 francs.  Unc. , . Design.  Unc. 

bril.  mle  2 00  1E13  Rio  do  In.  Plata.  8 reals.  Fine 

1896  Ecuador.  Sucre.  Limr  MinJt.Unc.  mix  2 75 

bkx.^^1  St — 1796  /icily,  Cronn  of  -'dinsnd  Iil. 

1916  Lgypt.  Crown  of  2 < pi  .tres.  Unc.  2j  75- — . 


bf*.(.  1 10 


2 40-'— 
2 00  — 
1 75 

ESU 


V.fine  hue 

1850  Pranos.  5 francs  c?  the  Seocnd 


l 2!' 


S AIN 


cc 


1808  Necessity  crown  of  30  sous.  Nor 

the  Balearic  Islands*  V.finn 


nc.,  bril. 

bex  TU  1 50 — 

oxm 

2 75  ' — - 

1840 

Prenkfort.  Double  thaler  with 

1809 

NeOescity  5 pee  stun  of  Tarry  ona 

$ 

yiew  of  the  City,  Pr->of 

mxo 

2 36 

V.  f i n e mi:: 

2 25  — . 

1848 

Genera.  5 'franca.  Bril.pr. 

ourc 

3 50  — 

1870 

5 pesetas  of  t>  9 ” epub • ic.Unc. 

■ 

0 rmaiy 

mie  t 

Lo  40  — 

1925 

5 marks.  Com&emorat  .n#r  the 

1888 

* n Bn by  ho  id,  Unc.  bnx 

1 25^ 

1000th  anniversary  of  the 

s -nm 

Rhineland  belonging  tc  Germany 

1747 

Orom  of  Frederick  I. V.fine 

Unc. 

mxo 

2 00  

nex 

B 50's 

1929 

Lessing  Centenary.  5 stalks, 

Unc. 

1793 

" Customs  IV.  His  -or- 

nmx 

2 35  ~ 

trait  as  a child.  Uno.  If* 

6 00  — 

1835 

Guatemala*  8 reals.  V.fine 

mxo 

1 60  ' 

J 

3-d 


rrt.  ft.  TVl-jdTjiivf 


# 2 


VrJOIKJ 

1796  OiY)wn  of*  vug  V.  Hlg  por- 
trait a.3  a toy.  Unc.  If*  5 00 

1107  Oi-ovm  of  Gustanu  IV,  Adolph.  

V r y find.  Oid  tra  t onx  , 3 

1839  S*itz3rland,  5 frn  cs.  Proof • 

mle  1 75  — 

1900  Venequola.  Crowr.  of  5 bolivar* 

U»c.  *bua  ■ ll  (k'i,  "*S 

-------  "»*-  M 

t n- r ' 

iP  /,  W ' 
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4 


✓ 


J 


Dec.  15th 
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Plrt.  H.  Friedberg 

Reginemte.]  Headquarters  Battery 

85th  Coast  Artillery  (AA.) 

K ewpo rt  News,  fa. 


182C-41  'hanam.  Dragon  crown.  Unc.lxm  6 00  (lBOO)  Madras.  £ pagoda  or  crown 
1812  Appenzel1.  Crown  of  4 franks.  Unc. , splendidly  struak  up. 

V.fine  oux  5g  tftUD  nix 


1812  /rga u.  Crow;,  of  4 franks.  Very 


(1912)  Manchuria.  Dollar.  Fine,  lux 


JAN 


2 50 

4 


fine  Ires  J^[\J4  ^rtlECD  1747  Mexico.  Pillar  8 reals.  Fine. 

1811  Barcelona.  Necessity  5 resetas  ^ ' bmj^  18®^ 


V.fine 

1853  Beigiun.  5 fr  ncs.  Ooamemorr ting 
the  marriage  of  the  Crown  Prince 

Proof  mix  2 

BURSE 

1795  Crowi.  Bril  iant  proof  oec  ..  3 

(1800)  French  crown  of  1785  counter-  JAN 


hr:  .1  75,-wKT.n  MOROCCO 

JAN  ^ -DOT 


1189  A. D.  1774  -Square  crown  Unc.  ~ orpe 

oce  JAN3  # m 

A. H.  1195  A, T).  1781  Crown.  V.fine.  lfjj^ ^ 6 


(1911)  Crown.  Unc.,  bril. 


oce 


2 75  — 


stamped  to  pas'  or  40  bstzen 

Fine 

oux 

(1859) 

Chile.  Ueoeeeity  peso  of 

Copiapo.  V.fj.ne 

mix 

(1890) 

Comoro  Islands.  (K?>  r 

JPiN 

Madsgasc  r)  4 francs  or  crown 

(1896) 

Unc. 

Corea.  Crc  -m  of  5 yang. 

bril. 

bfuo 

3 

2 ^Htco 


1218  Mysore.  Double  rupee  of  Tirpoo 
?aib.  V.fine  bme 

(17'JJ)  Neapolitan  Republic.  Crown 

Uno.#  bril.  oxm 

PAPAL  STATUS 


2 50' 

4 00 


7 

9 25 


»SSP 


1830 

1830 


2 75 

4 5C 


1913  Cuba.  Peso.  Perfect  bril.  proof 
Struck  at  the  Phi l?delnhia. Mint 

oxl 

1675  Denmark.  Thick  double  crown  of 
8 nnreks.  V.fine  lma 
(l85C)  Formosa.  Doll  r.  Unusual 

countorstanp  otherwise  fine 
and  rare.  Bu  t of  Confucius.  Drnr. 

buor  JMlo 

1845  Gt.  Britain.  Crowrof  Victoria. 

V.fine  bue  2 00  " 

1672  Groningen.  Square  necessity  1898 

crown  of  50  stuiwe-s.  Struck 

during  the  siege  of  the  Oity  by  1899  Crown  of  Cks.  I. Unc. 

the  Bishops  of  Munster  and  ....  ofta, 

Cologne.  Unc.  enx'JAN  6 TOvttU 

1810  Isles  of  France  and  Bonaparte. 

Crown  of  10  lirres.Unc.  oem 

1924  Lichtenstein.  5 franos.  Unc., 

bril.  max  6 00 

1904  Lubeck.  5 marks.  Bril.  pr.  oxl  OC^j  AEQD 

1819  Lucerne.  Crornof  4 franks.  Unc.,  1861 

proof  surfaoe  oux  3 ®6‘'cou 

iPtfS 

A,  1.1182  Crown  of  2 rupees.  V.fine  a RfCO  . 

F.  rare  bnih  JA§>  bo*-— 


3ed  i V.,cnte  crc  vn.  Struck  t 

Borne.  Proof  lme 

Crown  of  Pius  VIII.  Struck  at 
Rome.  -lev.  Sts.  Peter  &Taul 
standing.  Unc.,  bril.  lme 

1846  Sede  Vea  ate  cro^n.  The  Holy 
Spirit  surrounded  by  rays  of 
light.  Proof  lfx 

18 /C  5 lire  of  Piu^  IX.  The  la-t 

Go inage  of  the  Pope’s  In  August 
of  this  year,  the  Italian 
troops  entered  ore. Proof  lme 

PURS  I A 

'"*•$.1300  Crown-sis e medal  for 

courage.  V.fine  onx 

(1900)  Crown.  V.fine  mle 

PORTUGAL 

Vasco  da  Gama.  1000  reis.V. 

good  bo 


3 90  — 


3 90  — 


4 00  — 


4 50 


2 75 
2 00 


JAfooTp* 


•lAffooS-RECD 


bex  JAN-  2% rrtC 
1910  Crown  com -emo rating  the  founda- 
tion of  the  Bopublic.  '■’.fine 

tDoe 


2 25 


1745  Russia.  Crown  of  lizabeth. 

Splendid  portrait.  Une.,  bril. 

oux 

Sardinia.  5 lire  of  Victor 
Emanuel  XI.  Last  year  of  the 
Sardinia  coinage.  Fine. 


4 00  — 


Six  Mfi  afr&a 
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Pvt.  R.  Fri^dberg 


1902  Saxony.  5 m rics.  Corrreinornting 

de:  th  of  K ng  Albert.  Unc.  bez 
(i860)  Siam.  Crown  of  2 ticels.  Dnc. 

oex 


4 00 


1808  Sicily.  Crown  of  Jos.  H oleon  0 

V.«do4 

1808  Spain.  Octagonal  necessity  crown 

of  30  sous.  For  M^orca.V.fine  ncoS\ 

lme  , 4 

s traits  s:  telst  ;.^s 

1904  Dollar  of  dw.  VII.  Bril.  pr.  __ 

0bv.#  slightly  rubbed  oce  3 00 

1907  Dollar  of  dw.  VII,  Reduced  si  r 


unc.  ,bril.  bfu 

1910  British  dollar.  Perfect  bril. 

r>roof  Ime 

(1802)  Sub  Alpine  Gaul.  6 francs.  V*iry 

/ good  mo  e 

A.  E.  1304  Sudr.n.  Good  silver  cro^n  of 

the  Mehdi.  V.fin*  bue 

SWITZERLAND 

1851  5 francs  by  Bovy.  Proof  our 

1855  Regular  typ~  5 franc?-  >>y  ovy 
with  lett  red  edre.  Show* nr  it 
struck  for  the  Shooting  IV  st  at 
Solothurn.  Bril,  proof;  v*ry 

rare  oce 

1814  Ticino.  Crown  cf  4 frnehi.  Fine 

oce 

(1856)  Turkey.  Crown  of  Aid  al  Kedjid 

iino.,  very  brilliant  mle 

(1881 ) Zanaibcr.  Crown  Unc.  lfz 

1813  Zurich.  Crown  of  40  batzen. 

▼ery  fine  oce. 


1 25  ^ 

5 00 

jiA  so8'we0 

3 00 


. *6  &>  ^ 

8Rt0° 

JAN?  08  iiiPD 


2 25 

5 00  — 


2 75 


Jo  7.  30 


D«c.  78th 
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Pvt.  Hobt.  Friedberg 
H'jgiaental  Headquarters  Battery 
85th  Const  Artillery  (A*.) 

Newport  Hews.  Va. 


awhahisian 


1846 


1330 


A.H.1316  A. 1.1898  Double  crown  of  5 

rupees.  Pine  and 
rare  oxm 

(1912)  Bupao  of  the  new 

coinage,  Dnc. , mint 
bloom  ble 

^ ?.di  ni.  line  and 
rare  mis 

^ rupee  of  the  re7  el. 
Bneha  i Sakao.  Unc., 
rare  bme 


4 00 


Pi  cal.  Broad  planchet  V.good. 

beh 

(1850)  Tical  on  small  plimohrt. 

%*•  V.Fine  bue 


1 25 


1 50 


SO 


1300 


1922 


(1311) 

(1890) 


3 00 


3 tX)- 


1347 


1929 


1842 


1 00' 


China.  Ibllar  of  the  Empire 

Brilliant  proof  moe 

Comoro  Islands.  (Hear 
Madagascar)  5 francs  or 

crown.  Unc.  enxJ/\N  78)6  ^ 

Craubundon.  Commemorative  crown  Q 

tO 


AHHAM 


1841-47 


Silver  coin  of  Thieu  ?ri.  legal 
weight  3/l0  of  r-n  ounce. 

Dragon  flying  in  the  heavens 
"Dveryone  has  confidence'* 

Unc.  rex 

Silv  r 4/10  ounce  of  Ihi -u 
Sri.  Hot  in  Schroedor.  Pine 
Very  rare 


18  22 


25°_ 


3 no 


of  4 franco.  Bril,  proof  oux 
Gt.  Britain.  Orovm  of  Geo.  IV.  D 

v.cood  »»  JAN  1 fe&S| 

(1800)  India.  Crown.  Unc.  bex  2 50 ; 
1814  Lucerne.  of  4 franks. 

Bril,  proof  3 g°RBJfc 


1808 


1847-83 


®,h  M3 

Crown  of  Tu  Due.  TJnc.  enr  ‘ J 7 
Curious  silver  coin  of  Pu  J>ucJnN 
Somewhat  similr  to  v386  tnd 
showing  the  sun,  moon,  and 
five  pl.-nets  among  clouds. 

Unc.  oux  3 

Silver  h crown  of  Pu  Due. 


JK5BD0C0 


A. H. 1190  A. D. 1776 


g%ca 


Ichro  dor  351.  V.fine  aoh 

2 50  — 

1812 

Appenzell.  Crown  of  4 fr~nks. 

_ pt 

Seiii-proof  enx 

,7  00^ 

1798 

Berne.  Crown.  Brilliant  proof. 

Ime 

4 50 

Mayence.  Crown  struck  by  the 

Prince  Primate  of  the 
Confederation  of  the  Rhine.  ^ 

Fine  lex  4^3^^ 

Silver  fr  methkal 
Unc. , v-ry  rare, 
much  rarer  than  the 
larger  piece.  oc«AN 
& dollar.  7. fine 

| " Unc.  bnx  00 

1/20  " Fine  be  JAN15&-‘'S 

t,  dollar.  Bnc.  bnh  1 00  — 

| " V.fine.  n 


1.299 


1881 


48)fi!~£^ 

1 SftTWi 


(1810)  Breail.  Arms  counter stamped 

on  Spanish  8 reals  of  Santiago 
Chile  Mint.  Fine  oxl 

A.H.190  A.D.  806  Calaohate.  Dirhem  of 
E roun  al  Baschid  of 
"Arabian  Bights"  fame 
Struck  at  Bagdad. 

Fine  le 


& 


11 

1309 

n 

1892 

1 

t 

dollar.  V.fine. 

me 

K 

11 

H 

n 

» 

" line . bnh 

M 

1315 

H 

1898 

N 

’’  V.fine.  bnh 

H 

11 

H 

n 

H 

" 11  .1  bnh 

II 

1316 

n 

1899 

’ 

" Unc.  lh 

n 

1317 

i< 

1900 

1/10  crown.  Unc.oe 

% OJ 


75 


Abt.  1900  1;  dollar.  Unc. 


ble 


CA  BODIA 

(18467 


A.H.1317  A.D.1900 


I’unng  used  in  the  2uby  Mines 
Fine  be 

Pi  cal  struck  on  small  thick 
planchet.  V.fine  buh 


litU 


1321 

N 


1903 

N 


1/20  dollar.  Unc. 

be 

1/4  " V.  fine,  oh 

f dollar.  V.fine. 

bme 


1 00 

90- 

90^~ 


25 

50 — 


90 


1 50 


Deo.  "8  th 


/ '2 


PVT.  R.  Friedberg 


#2 


MOROCCO 

1.  f.  1 3' 1 A.D.1903  | dollar.  Unc.  bnh 

" " " i»04  4 »»  » oh 

n 1329  H 1911  & " Pine. me 

(l.'2S)  10  fr  no3.  r.fine  has 


1 00 

50- 
80 


RUSSIA  Continued 

1 768  Crown  of  Oath  rine  II.  Unc., 

very  bril.  oux  4 00 


78(3-4; ('ll 56 6 Scotland.  Crown  of  M-ry  and 
b Henry.  Pine  • b 


bixm 


00^ 


SI 


- 1226  Mysore.  e paisc.  Seringapatrm  T~  ...  . _ , _ 

Mint.  Bine  hue  M2  GO^U  J1860)  Crown  of  2 tioals.  Unc.  lxm 

1661  Palatinate.  60  kroutsnrs  of  JAN  1 ' <1860)  Sllv  ? medal with  busts  of 


mil 
4 00  — - 


Chas,  Lou:  s.  Necessity  money  of 
small  nodule.  Pine  mle 

PAP AL  STATBS 


0 


2 


exm 


1643  Broad  scudo  or  crown  of  Urban 
VIII.  Her.  . St.  Michael,  the 
Archangel  fighting  Satan. 

Ex.  fine  bfue 

(1706)  Broad  scudo  or  crown  of 

Clement  XI.  Rev.,  the  Pope 
delivering  an  address  to  an 
assembly  of  Bishops.  V.fins 
and  v.rare  nsx 

1848  Pattern  crown  of  Pius  IX.  Struck 


r 


o£' 


the  2 Sings.  V.rare 
Abt.  1880  Silver  medal  of 

Chulalon^cora.  The  King's 

bust.  Bev. , an  elephant. 
Bril,  proof  hue 


6 50 


2 00 


after  his  flight  from  to 

the  Portress  of  Cast  „.  Copuer.  v 


1813  Solothurn.  Crown  of  4 francs.  r. 

Unc.,  b rill  in  t enxjNN7  75  — 

A.H,13?.:>  So '.dan.  Base  silver  dollar 

Of  the  Khalaifa.  V.good.m*  50 

18C'  St7'  taerland.  5 francs.  V.fine  “Z. 

bee  1 9p?SSS 

STRAITS  SETTL730SNT3 


silver  pitted.  Proof 


bkh 


2 50  ~ 1901- 


1896  British,  dollar.  P erf eot  bril. 

uroof  lme 
Berf.  bril.  pr. 


lme 


1858  Parma.  5 lire  of  Robert  and  his 
Mother,  Louisa.  Only  100  struck 
V.rare.  Pine  oex 

Ffcr.TPPINES 


6 00 


4 BC  — 


1905  Complete  proof  3et,  ^ centavo 
to  1 peso.  7 pieces.  Bril,  proof 

•A  lfX  . 

1908  Complete  proof  set,  ^ centavo  to 
1 peso.  The  silv-r  coins  being 
of  the  reduced  size.  7 pieces 

Bril,  proof  nxe  5 50 — « 

1906  Complete  proof  set.  7 centavo  to 
1 peso.  7 pieces.  Bril,  proof 

If x N 4 00  


1903  Pillar  of  Edw.  VII.  Unc. , very 

bril.  mle 

K M " VII.  Proof | 

rubVed  on  obv. 

mle 

1904  Dollar  of  dw.  I.  Splendid 

bril . nroof.  Inx 
" " " * VII.  Bril,  proof 

obv. , ali^itly  rubbed.  ooe 
0 Dollar. Unc. , bril.  bkx 


5 00  — 
5 00 

1 75 


2 25" 
5 00 


■.y 


3 00. 

1 50 


1836  ^oland.  10  slot.  Unc..  very 

bril.  oce 

RUSSIA 


3 00 


3 25 


1725  Crown  of  Peter  the  Great  Ex. 

fine  oce 

1742  Crown  of  Elizabeth.  Large  bust 
Pirst  year.  Unc.  bril.  lme 


3 25 

4 50 


(1806)  Sudan.  Pure  siiv  r ddllur 

Struck  by  the  fahdi.  in  imi- 
tation of  the  Turkish  dollar 
V.fine  mex 

1727  Sweden.  Crown  with  busts  of 

Frederick  I.  and  Ulrica  fleanora  ^ 

V,  fine  bkxc  JAlfi  O^ttefir 

1821  Sweden.  Crown  of  Ch&e.  XIV.  Com- 
memorating the  300th  anniversary- 
of  the  Augs’turg  Confession.  Unc. 


? 


i. 


Dec. 28th 

Pvt.  R.  ?r  cdberg 


#3 


1814  Ticino.  Crown  of  4 fr&nchi  „ 

".good  aixJtV.  2 75 r 

A. H.  1203  Turkey.  Large  crown 

Tine  toz 

A.H,  !!  !!  H©&vy  base  cro-.vn. 

?ine  bor.  , 75  “ 

” 1206  A.D.  1731  ’e<?e  lerge  croan 

of  Soiiui  III.  Pine 

oe  75 

1812  Peud.  Crown  of  40  be  teen.  Bril. 

1?:c  JAN6  <«  $ 

oer  .»•$  CC 

A.H.1299  A.D.1881  Saneibar.  Doll'  r 

V.  fine  our.  5 OTUy rr 

1813  Zurich  Crown  of  4o  hatsen.  ^ic. 

our  JAN  7.'Prtt^ 

1859  * Shooting  feast.  5 f r*  ncs 

Brill  iont  uroof  mao  1 75  ‘ 


proof 

(l900)  Yunnan.  Crown.  T. fine 


^57-  7° 


